Incident Report 

2018-0001790 -000 


Tracy Fire Department 



Basic 

Alarm Date and Time 

08:59:49 Friday, March 16, 2018 

Arrival Time 

09:04:49 

Controlled Date and Time 

Last Unit Cleared Date and Time 

09:24:18 Friday, March 16, 2018 

Response Time 

0:04:00 

Priority Response 

Yes 

Completed 

Yes 

Reviewed 

Yes 

Release to Public 

Yes 

Fire Department Station 

S92 

Shift 

A 

Incident Type 

32IF - EMS call, FD 1st on scene, exclud. MVA w/ injuries 

Initial Dispatch Code 

M 

Aid Given or Received 

N - None 

Alarms 

1 

Action Taken 1 

00 - Action taken, other 

EMS Provided 

Yes 

Apparatus - Suppression 

1 

Personnel - Suppression Personnel 

3 

Property Use 

891 - Warehouse 

Location Type 

Address 

Address 

1555 N CHRISMAN RD 

City, State Zip 

TRACY, CA 95376 

District 

324D 


Apparatus - E92 

Apparatus ID 

E92 

Response Time 

0:04:03 

Apparatus Dispatch Date and Time 

09:00:41 Friday, March 16, 2018 

En route to scene date and time 

09:00:46 Friday, March 16, 2018 

Apparatus Arrival Date and Time 

09:04:49 Friday, March 16, 2018 

Apparatus Clear Date and Time 

09:24:15 Friday, March 16, 2018 

Apparatus priority response 

Yes 

Number of People 

3 

Apparatus Use 

1 

Apparatus Action Taken 1 

00 - Action taken, other 

Apparatus Type 

11 - Engine 

Personnel 1 

992 - Bell, John 

Position: ENG 

Personnel Action Taken 1: 00 - Action taken, other 

Personnel 2 

963 - Boswell, Greg 

Position: CAP 

Personnel Action Taken 1: 00 - Action taken, other 

Personnel 3 

9769 - Griffith, Larry 

Position: FF/MEDIC 

Personnel Action Taken 1: 00 - Action taken, other 


Authority 

Reported By 9769 - Griffith, Larry 

11:22:33 Friday, March 16, 2018 
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Incident Report 

2018-0001790 -000 


Tracy Fire Department 


Authority 

Officer In Charge 

963 - Boswell, Greg 


14:56:01 Friday, March 16, 2018 

Reviewer 

964 - Bramell, David A 


14:56:13 Monday, My 29, 2019 


Narratives 


Narrative Name 

CAD Narrative 

Narrative Type 

CAD Narrative 

Author 

9 

Narrative Text 

■^BiBHlJEFF 

(209) 87 

D1: S S9 AMAZON DISTRIBUTION CENTER-FRONT ENTR 

Narrative Name 

E92 FF/P Griffith 

Narrative Type 

Incident 

Narrative Date 

11:19:42 Friday, March 16, 2018 

Author 

9769 - Griffith, Larry 

Author Rank 

FF/MEDIC 

Author Assignment 

4 

Narrative Text 

E92 respodned with MDA for a medical call. E92 arrived on scene first and initiated 
patient care. One patient was assessed and patient care manaegement was transferred to 
the MDA/P upon their arrival. Patient was transported along with the 6008 form. E92 
cleared the call. 

For further patient care information, please refer to ePCR3 39RNNJW. 
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Redaction Log 


Reason 


Personal Identifying 


Page (# of occurrences) Description 

2(1) 



